THE FORTY-SEVEN ROBINS

died. And the chief priest of the temple, taking
pity upon him, buried him by the side of the
Ronins; and his tomb still remains to be seen
with those of the forty-seven comrades.

This is the end of the story of the Forty-
seven Ronins.
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